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Message Text 



UNCLASSIFIED POSS DUPE 
PAGE 01 STATE 137964 
41 

ORIGIN COME-OO 

INFO OCT-01 EA-11 ADP-00 EB-11 OTPE-OO CIAE-00 INR-10 
NSAE-00 RSC-01 TRSE-00 DODE-OO /034 R 
66646 

DRAFTED BY: COM/BIC/OIM: T.A. MIYAKAWA 
APPROVED BY: EB/OCA/REP: L.H. POMEROY 
COM/BIC/OIM: M. MILES, ARMD 
OTP/STA: MR. JOHNSON 
STATE/FE/J: MR. DANCURT (PHONE) 

085247 

R 132157Z JUL 73 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 

UNCLAS STATE 137964 

FROM COMMERCE 

E. O. 1 1652:N/A 

TAGS: EIND, SENV , JA 

SUBJECT: USE OF PCB IN CAPACITORS IN JAPAN 
REF: TOKYO T-4314 

1. MANUFACTURER OF CAPACITORS WISHES TO KNOW WHAT 
IS CURRENT STATUS OF PCB USAGE IN CAPACITORS . I.E., 

HAS DIET PASSED LEGISLATION COMPLETELY BANNING ITS 
USE OR ARE INTERIM IMPORTS OF CAPACITORS CONTAINING 
PCB STILL PERMITTED? 

RUSH 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE1 37964 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/BIC/OIM: T.A. MIYAKAWA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730734/aaaaaytr.tel 

Line Count: 49 
Locator: TEXT ON-LINE 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 TOKYO T-4314 
Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17-Jan-2002 by phillir0>; APPROVED <13 MAR 2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: USE OF PCB IN CAPACITORS IN JAPAN 
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